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RULES AND REGULATIONS FOR THE 
CLASSIFICATION OF SHIPS, July 2012 


Notice No. 12 


This Notice contains amendments within the following Sections of the Rules and Regulations for the 
Classification of Ships, July 2012. The amendments are effective on the dates shown: 


Part 
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Chapter Section 

q 1,2,8 
2 1,3 

3 6 

2 3, 16 
5 6 

10 18 

14 q 
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Effective 
date 


1 July 2013 
1 July 2013 
Corrigendum 
Corrigenda 
Corrigenda 
Corrigendum 
Corrigendum 
Corrigendum 
Corrigendum 


It will be noted that the amendments also include corrigenda, which are effective from the date of this Notice. 


The Rules and Regulations for the Classification of Ships, July 2012 are to be read in conjunction with this 
Notice No. 12. The status of the Rules is now: 


Rules for Ships 
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July 2012 

October 2012 

January 2013 & Corrigenda 
January 2013 

January 2013 


1 January 2013 


July 2013 & Corrigenda 
July 2013 & Corrigenda 
July 2013 

April 2013 & 1 July 2013 
July 2013 

July 2013 & Corrigenda 


Part 1, Chapter 1 


Part 1, Chapter 1 
General Regulations 


Effective date 1 July 2013 


O Section 7 


iil Lloyd’s Register Group Limited is a registered company under English law, with origins dating from 1760. It was 
established for the purpose of producing a faithful and accurate classification of merchant shipping. It now primarily produces 
classification Rules. 


1.2 Classification services are delivered to clients by a number of other members subsidiaries and affiliates of he Lloyd’s 
Register Group Limited, including but not limited to: Lloyd’s Register EMEA, Lloyd’s Register Asia, Lloyd’s Register North America, 
Inc., and Lloyd’s Register Central and South America Limited. Lloyd’s Register Group Limited, its subsidiaries and affiliates are 
hereinafter, individually and collectively, referred to as ‘LR’. 


a Section 2 
24 -R-+emainsthe-sele-classiteaton-secieh in the LR-Group-LR Lloyd’s Register Group Limited is managed by a Board 


of Directors (hereinafter referred to as ‘the Board’). 
The Board has: 
appointed a Classification Committee and determined its powers and functions and authorised it to delegate certain of its powers 


to a Classification Executive and Devolved Classification Executives; 
appointed Technical Committees and determined their powers, functions and duties. 


2.2 Fhe LR Group has established National and Area Committees in the following: 
Countries: Areas: 
Australia (via Lloyd’s Register Asia) Benelux (via Lloyd’s Register EMEA) 
Canada (via Lloyd’s Register North America, Inc.) Central America (via Lloyd’s Register Central and 
China (via Lloyd’s Register Asia) South America Ltd) 
Egypt (via Lloyd’s Register EMEA) Nordic Countries (via Lloyd’s Register EMEA) 
Federal Republic of Germany South Asia (via Lloyd’s Register Asia) 
(via Lloyd’s Register EMEA) Asian Shipowners (via Lloyd’s Register Asia) 
France (via Lloyd’s Register EMEA) Greece (via Lloyd’s Register EMEA) 


Italy (via Lloyd’s Register EMEA) 

Japan (via Lloyd’s Register Group Limited) 

New Zealand (via Lloyd’s Register Asia) 

Poland (via Lloyd’s Register (Polska) Sp zoo) 

Spain (via Lloyd’s Register EMEA) 

United States of America (via Lloyd’s Register North America, Inc.) 


O Section 8 


8.2 In providing services, information or advice, #e LR Gres does not warrant the accuracy of any information or advice 
supplied. Except as set out herein, LR will not be liable for any loss, damage or expense sustained by any person and caused by 
any act, omission, error, negligence or strict liability of aw-etthe LR Grouse or caused by any inaccuracy in any information or 
advice given in any way by or on behalf of the LR Greus even if held to amount to a breach of warranty. Nevertheless, if the Client 
uses LR+s services or relies on any information or advice given by or on behalf of ##e LR Greup and as a result suffers loss, 
damage or expense that is proved to have been caused by any negligent act, omission or error of ##e LR Grexs or any negligent 
inaccuracy in information or advice given by or on behalf of #e LR Greusther-a-mermberetHtte then LR Greve will pay 
compensation to the client for its proved loss up to but not exceeding the amount of the fee (if any) charged for that particular 
service, information or advice. 


Part 1, Chapters 1 & 2 


8.3 LR will print on all certificates and reports the following notice: Lloyd's Register Group Limited, its affiliates and 
subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 
‘Lloyd's Register’. Lloyd's Register assumes no responsibility and shall not be liable to any person for any loss, damage or 
expense caused by reliance on the information or advice in this document or howsoever provided, unless that person has signed 
a contract with the relevant Lloyd's Register entity for the provision of this information or advice and in that case any responsibility 
or liability is exclusively on the terms and conditions set out in that contract. 


8.4 Notwithstanding the-orewieus-clatisethe Except in the circumstances of section 8.2 above, LR Grexp will not be liable 


for any loss of profit, loss of contract, loss of use or any indirect or consequential loss, damage or expense sustained by any 
person caused by any act, omission or error or caused by any inaccuracy in any information or advice given in any way by or on 
behalf of ##e LR Greup even if held to amount to a breach of warranty. 


8.5 Any dispute about LR+s services is subject to the exclusive jurisdiction of the English courts and will be governed by 
English law. 


Part 1, Chapter 2 
Classification Regulations 


Effective date 1 July 2013 


oO Section 1 
Conditions for classification 


1.1 General 


1.1.2 Ships built in accordance with Heyd-sRegisters 
fRereinater+eferrecdto—as-__R} Lloyd’s Register Group 
Limited’s Rules and Regulations, or in accordance with 
requirements equivalent thereto, will be assigned a class in 
the Register Book and will continue to be classed as long as 
they are found, upon examination at the prescribed surveys, 
to be maintained in accordance with the requirements of the 
Rules. Classification will be conditional upon compliance with 
LR’s requirements for both hull and machinery and with the 
Certification Requirements of 1.1. 


a Section 3 
Surveys — General 


3.5 Existing ships - Periodical Surveys 


3.5.21 Upon application by an Owner, the Classification 
Committee may agree to an arrangement whereby, subject to 
certain conditions, some items of machinery may be 
examined by the Chief Engineer of the ship at ports where LR 
is not represented, or, where practicable, at sea, followed by 
a limited confirmatory survey carried out at the next port of 
call where an Exclusive Surveyor is available. Particulars of 
this arrangement may be obtained from -#’s-Headeuarters 
LR. Where an approved planned maintenance scheme is in 
operation, the confirmatory surveys may be held at annual 
intervals, at which time the records will be checked and the 
operation of the scheme verified. Particulars of this arrange- 
ment may be obtained from any e#-R+s-Oftices LR office. 


3.7 Notice of surveys 


3.7.2 LR will give arrange timely notice to an Owner about 
forthcoming surveys by means of a letter or a computer 
printout of a ship’s QuarteryListing-ofSumveys Scheduled 
Surveys, Gerditiers Condition(s) of Class and Memoranda. 
The omission of such notice, however, does not absolve the 
Owner from his responsibility to comply with LR+s survey 
requirements for maintenance of class, all of which are 
available to Owners on the ClassDirect Live website. 


Part 1, Chapter 3 & Part 5, Chapter 2 


Part 1, Chapter 3 
Periodical Survey Regulations 


CORRIGENDUM 


| Section 6 
Special Survey —- Bulk carriers - 
Hull requirements 


6.7 Thickness measurement 


(Part only shown) 


Table 3.6.2 Close-up Survey — Double skin bulk carriers (excluding ore carriers) 


Special Survey | Special Survey II 
(Ships 5 years old) (Ships 10 years old) 


Special Survey III Special Survey IV 
(Ships 15 years old) (Ships 20 years old and over) 


(1) 1 transverse web with 
associated plating and 
longitudinals in each water 
ballast tank 
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(2) Forward and aft transverse 
bulkheads, including 
stiffening system, in one 
complete double side 
ballast tank on one side of 
the ship (i.e., port or 
starboard), see Note 1 


Part 5, Chapter 2 
Oil Engines 


CORRIGENDA 

a Section 3 
Design 

3.5 Nominal stresses 


(Part only shown) 
3.5.10 — Nominal alternating torsional stress: 


where 


S227 


torsional modulus of crankpin and main journal 


| Section 16 
Air compressors 


16.4 Design and construction 


(Part only shown) 

16.4.2 The diameter, Ap, of a compressor crankshaft is to 
be not less than d, determined by the following formula, when 
all cranks on the shaft are located between two main 
bearings only: 


D2pZ/S ab \\1/3 
d = va ( 78.5 [ee es mm 


Part 5, Chapters 5 & 10 


Part 5, Chapter 5 


Gearing 
CORRIGENDA 
i Section 6 
Control and monitoring 
6.2 Unattended machinery 
Table 5.6.1 Main and auxiliary gear units: Alarms and safeguards 


Item Alarm 


Lubricating oil sump level Low _ 

Lubricating oil inlet pressure * ist stage low Slow-down 
Lubricating oil inlet pressure * 2nd stage low Automatic shut-down 
Lubricating oil inlet temperature * High _ 


Thrust bearing temperature * High Slow-down 


NOTE 
For transmitted powers of 1500 kW or less, only the items marked * are required. 


Part 5, Chapter 10 
Steam Raising Plant and Associated Pressure Vessels 


CORRIGENDUM 


a Section 18 
Control and monitoring 


18.3 Main, auxiliary and other boilers 
(Part only shown) 
Table 10.18.1 Main, auxiliary and other boilers: Alarms and safeguards 


Item Alarm Note 


Igniter power supply * Failure Each igniter to be checked before oil fuel is supplied 
to burner, see 18.3.6 and Note 5 


Part 5, Chapter 11 & Part 6, Chapter 2 


Part 5, Chapter 11 
Other Pressure Vessels 


CORRIGENDUM 


LI Section 7 
General requirements 


1.6 Plans 


1.6.17 Plans of pressure vessels are to be submitted in 
triplicate for consideration where all the conditions in (a) or (b) 
are satisfied: 

(a) The vessel contains vapours or gases, €.g. air receivers, 
hydrophore or similar vessels and gaseous COs» vessels 
for fire-fighting, and 

pV > 600 
p >1 
V > 100 
V = volume (litres) of gas or vapour space 
(bo) The vessel contains liquefied gases, aad or flammable 


liquids 
p >7 
V > 100 


V = volume (litres) 
p is as defined in 1.2.1. 


Part 6, Chapter 2 
Electrical Engineering 


CORRIGENDUM 


fe Section 14 


Electrical equipment for use in forthe toe nttorn—tepeesesipe-ef the cece eel cutest 


explosive gas atmospheres or in 
the presence of combustible dusts 


14.4 Installation of electrical equipment 


14.4.1. The method of installation and application of 
electrical equipment suitable for use in explosive gas atmo- 
spheres or in the presence of combustible dusts is to be in 
accordance with IEC 60079-14, or the national code of 
practice relevant to the standard with which the equipment 
complies. Any special requirements laid down by the equip- 
ment certification documentation are also to be observed. The 
ambient temperature range for which the apparatus is certified 
is to be taken to be -20°C to 40°C, unless otherwise stated, 
and account is to be taken of this when assessing the 
suitability of the equipment for the auto-ignition temperature of 
the gases and dusts encountered. Amyspectatrearirements 


Part 8, Chapter 1 


Part 8, Chapter 1 
Application 


CORRIGENDUM 


OJ Section 2 
Ice environment 


2.3 Application 


Table 1.2.3 Concentration of ice 


Free ice 


Open water 


Very open drift 


Open drift 


Close pack/drift 


Very close pack 


Very close pack 


Compact/consolidated ice 


Cross-references 


Section numbering in brackets reflects any Section 
renumbering necessitated by any of the Notices that update 
the current version of the Rules for Ships. 


Part 1, Chapter 2 


2.4 & LMC 2.8.1 now reads 2.9.1 

2.4 [x] LMC 2.8.1 now reads 2.9.1 
2.8.2 now reads 2.9.2 

2.4 BLMC 2.8.1 now reads 2.9.1 

2.4 MCH 2.8.1 now reads 2.9.1 (twice) 
2.8.3 now reads 2.9.3 


Part 5, Chapter 2 


7.4 1.1.7 and 1.1.8 now reads 1.1.6 and 1.1.7 


Part 5, Chapter 9 


8.1.7 Pt 6, Ch 1,2.14 now reads Pt 6, Ch 1,2.13 


Part 5, Chapter 12 


1.6.2 Ch 1,3.1.3(6) now reads Ch 1,3.1.3(C) 


Part 5, Chapter 14 


8.5.4 Pt 6, Ch 1,3.4 now reads Ch 4,8 


Part 6, Chapter 2 


17.1.2 10.6.4 now reads 11.6.4 
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